APPENDIX B~Continued

"With all plumbing facilities"
consists of units which have hot and
cold piped water, and also a flush
toilet and a bathtub or shower inside
the structure for the exclusive use of
the occupants of the unit.

Units "lacking some or all plumbing
facilities" may lack hot water, bathtub
(or shower), or flush toilet, or all of
these facilities. Also included in this
category are units having no piped
water inside the structure and units
with toilet or bathing facilities which
are also used by another household.

App-35 dollars and for such cases
